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As it stands from our end, the last trial will be_on February 07, 1990. I understand, however, that 
your people will not be participating in the last two trials. Therefore, unless I hear otherwise, I will not 


be sending feedback for these last two days (ie., 01/3 


feedback for the following trials: 


Lo. 41/22/89 .... 

th. 11/29/89 2... 
[oe «12/06/89... 

i — 12/13/89 . 


Y .. 42/20/89 . 
ne 01/03/90 .... 


4 01/10/90 .. 
jp — 01/17/90 ... 
fy = (01/24/90 .... 


SRI International 


1/90 and 02/07/90). Please find enclosed 


Ice Plant 
Greenhouse 
Coastal Battery 


.. Toxic Waste 
.. Cogeneration Plant 


Dump 
Candlestick Park 
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Best Wishes, 


Src. KL, Foe 


Wanda L. W. Luke 
Research Analyst 
(415) 859-2058 


333 Ravenswood Ave. « Mento Park, CA 94025 * (415) 326-6200 « TWX: 910-373-2046 « Telex: 334486 ¢ Facsimile: (415) 326-5512 


Approved For Release 2000/08/08 : CIA-RDP96-00789R000500270017-0 


